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Certificate of Approval 


This is to certify that the Management System of: 


CARRIER SCS 


Route de Thil, 01122 MONTLUEL, France 


has been approved by Lloyd's Register to the following standards: 
ISO 9001:2015 


Approval number(s): ISO 9001 — 0027712 


The scope of this approval is applicable to: 


Design and manufacture of pressure vessels, heat exchangers, air conditioning and refrigeration equipment and air conditioning 
systems. Spare parts sales for air conditioning, heating, ventilation and refrigeration units (ERCD). 





Daniel Oliva Marcilio de Souza ss 
Area Operations Manager - South Europe | T 

| DE SYSTEMES 
Issued by: LRQA France SAS n 








Lloyd's Register Group Limited, its affiliates and subsidiaries, including Lloyd's Register Quality Assurance Limited (LRQA), and their respective officers, employees or agents 
are, individually and collectively, referred to in this clause as 'Lloyd's Register'. Lloyd's Register assumes no responsibility and shall not be liable to any person for any loss, 
damage or expense caused by reliance on the information or advice in this document or howsoever provided, unless that person has signed a contract with the relevant Lloyd's 
Register entity for the provision of this information or advice and in that case any responsibility or liability is exclusively on the terms and conditions set out in that contract. 
Issued by: LRQA France SAS, Tour Swiss Life, 1 Boulevard Marius Vivier Merle,Cedex 03, 69443 Lyon, France 
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